To:  Lawrence,  Kathryn[Lawrence. Kathryn@epa.gov] 

Cc:  Alert,  Tana[Alert. Tana@epa.gov];  Meltzer,  Kathy[Meltzer.Kathy@EPA.GOV] 

From:  Burke,  NadiaHollan 

Sent:  Mon  8/17/2015  11:19:54  PM 

Subject:  Gold  King  Mine  Staffing  Chart  Updated 

Gold  King  current  staffing  table  081 7201 5.xlsx 


Hi — I updated  the  staffing  chart  for  most  of  the  field  personnel,  including  some  of  the 
phone  contact  information,  etc.  I didn't  get  a chance  to  contact  other  divisions  yet  to 
confirm  personnel  supporting  the  response  in  the  office,  will  do  tomorrow.  If  you  have 
any  names  that  need  to  be  added  that  are  missing,  pis  let  me  know!!  Also,  when  we  get 
this  finalized,  who  should  I send  this  out  to?  CCing  Tana  and  Kathy  so  they  have  the 
info  in  the  meantime. 


Nadia  Hollan  Burke 

R9  EOC  Resources  Unit  Leader  (RESL) 
Gold  King  Mine  Response 
(415)972-3187 

R9EOCResources-Unit-Leader-2@epa.gov 
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